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MEMORANDUM FOR RECORS t 


SUBJECT 


t Viet* t» Haller, Raynaud mi. 
on B* February 1959 


: Messrs. 



25X1 


1. A su gg est i on was ads has to mount the second Aa®ex 8l* tape 
recorder on the A fraae and steps were taken to modify the System to 
accomodate the two (2) tape recorder®. 

2 . stated that *00 cycle signals did not interfere 
with normal operation of the BRB 188 video processing unit. The *00 
cycle signal would lover the system sensitivity but will not generate 
a false alarm. Si gnals from 500 cycles to 3 ke at 500 cycles mlti- 
ples and in additiSto another signal at 250 kc vill generate a 
false alarm. 

3. A complete Systeft fXX test will be performed at HHB before 
the unit is shipped. 


k. Progress of the telemetry transmitter at Edward* is progres- 
sing satisfactorily. Arrangements were made for [«* »hd- 

carry the HI© telemetry simulator back with him. 

5. Plight teat of the System was discussed. The System will be 
checked out in the following manners 

5.1. TUmc h teat 

5.2. Flight line (installed in A/C) 

5.3. Flight over flmld 

5.*. Flight test at altitude and range (65,000 ft. 

600 nautical mile range) 

6. A demonstration wee given with a bench lash-up of part of 
System VII. Turn on sensitivity of better than minus 100 dba was 
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observed with a dynamic range better than ko db. 

J» HRB still does not have a temperature and/or pressure cham- 
ber. They have not temperature cycled their sync extractor. They 

W ^\*?.o a ? Jus V he unit 70° F and bring the temperature up 
about 15 F before failure* (The unit will be thermostatically con- 
trolled in the A/C). 

, ®* **• /F* 10 extractor and simulator are quite critical unite 

^ ^ T 7 t ° UChy * X% ^ "W* 8 ™* according 

to HRB that the simulator has to be readjusted to operate with a 
specific extractor. 

9. HRE sync extractor borrowed from Comm©, was tested after 
readjusting both the si mu la tor end the extractor. She unit functioned 
normally in all respects. The same test setup at JfL was used. 

*2* ?? ? y * tea 18 00 8chedule should be ready for shijnant 
cm 2 March 1959* 

. J 1 * L 18 taking steps to borrow a Collins* 1 kv signal 

wideband transmitter receiver. This will be fitted in the a/c in 
flight test to determine the feasibility of using this equipment 
for a voice alert turn-on procedure. It will probably be tested to 
a range of 1200 nautical miles. 
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Distribution: 

Copy 1 - System VII 

2 - Project Chro no 

i/3' "-j 

ESO: ang (10 Mar 59) 
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